September 7, 1972 


Hr. Howard K. Kothe 
Watson Leavenworth Kelton & Taggart 
100 Park Avenue 
New York 10017 

Dear Howard: 

Re: Cross-Linked Vegetable Oil Filter 
Material PM06O5 

Enclosed is a disclosure of this invention by 
Messrs. Rainer, Hoelzel, and Wilson for preparation 
of a patent application. Please let us know what 
further information is needed. 

Sincerely yours, 

G. Esler Inskeep 
Assistant Patent Officer 
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Source: https://www.industrydocuments.ucsf.edu/docs/rkcjOOOO 




